
16 mm ECLAIR SYNC MOTOR 

MODEL FXE1 



SPEED: 

WEIGHT: 

VOLTAGE: 

DRAW: 

FINISH: 


24 FRAMES PER SECOND* 
3.75 lbs. 

115 V. AC-60 CYCLES* 

45 WATTS 
BLACK 


OPTIONAL GEARING AVAILABLE: 

24 F.P.S.-50 CYCLES 

25 F.P.S.—60 CYCLES 
25 F.P.S.—50 CYCLES 


FEATURES: 


TECHNICAL DATA: 


COMPLETELY NOISELESS 
WEIGHS 10 OZ. LESS THAN CONSTANT SPEED MOTOR 

READILY INTERCHANGEABLE WITH NPR CONSTANT 
SPEED MOTOR - NO TOOLS REQUIRED 

WILL ALWAYS RUN IN SYNC - EVEN IF VOLTAGE DROPS 
AS LOW AS 70 V. 

LOW WATTAGE DRAW - IDEAL FOR PORTABLE POWER 
SUPPLY USE 

OPTIONAL GEARING CAN BE CHANGED AT ANY TIME 
POWER CABLE INCLUDED 


PRICE $ 650 00 


(ALSO AVAILABLE FOR RENTAL) 
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315 West 43rd Street, New York, N.Y. 10036 
(212) JU 6-1420 

Cjbble Address: CINEQUIP Telex: 1-25497 
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OTHER CAMERA MOTOR DRIVES 
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FMA1 


MODEL NO. 

F & B/CECO SYNCHRONOUS MOTORS-24 frames per second 


FX102 

115 V. AC Sync Motor for Cine Special 

$170.00 

FX124 

115 V. AC Sync Motor and Base for K-100 

135.00 

F3519 

115 V. AC Sync Motor for Mitchell Standard 

650.00 

F3576 

115 V. AC Sync Motor for Eyemo 

275.00 

FC35519 

F & B/CECO VARIABLE SPEED MOTORS 

115 V. AC-DC Variable speed motor for Mitchell Camera 

525.00 

FX101A 

115 V. AC-DC Variable speed Motor for CineSpecial 

350.00 

FX80 

24 V. DC Variable Speed Motor for Cine Special 

350.00 

FC35103 

115 V. AC-DC Variable Speed Motor for Bell & Howell 

525.00 

FMU3524 

115 V. AC-DC Variable Speed Motor for Maurer 

350.00 

FC35122 

115 V. AC-DC Variable Speed Motor for Camerette 

350.00 

FC35122A 

12 V. DC Variable Speed Motor for Camerette 

350.00 

FEKR735A 

115 V. AC-DC Variable Speed Motor for Kodak Reflex 

500.00 

FEKR735B 

12 V. DC Variable Speed Motor with Tachometer for Kodak Reflex 

500.00 

FC35118 

FEKR795A 

FCBX1 

F & B/CECO STOP MOTION MOTORS 

115 V. AC Stop Motion Motor (14—T2—1 SEC) for Bell & Howell 

2709 (35 mm and 16 mm converted) and 35 mm Mitchell Cameras 

115 Volt AC Single Speed Stop Motion Motor for Kodak Reflex 
(specify speed - 14—V2—1 second, etc.) 

Control Box for Above Stop Motion Motors 

650.00 

600.00 

75.00 

FC3549 

115 V. AC Stop Motion Motor (14—V2 SEC.) for Arriflex 16 mm 
“S M Camera 

Additional Motors for single speed stop motion* 

550.00 

225.00 


*The additional motors are interchangeable with the single speed 
stop motion motor. The initial single speed stop motion motor 
may be purchased with the customer’s designation of speeds. If 
the customer requires additional speeds, the additional motors 
must be purchased at $225.00 each. The changeover of motors 
for this speed change is a quick and easy operation. 

CAMERA MOTOR ADAPTER 

F&B/CECO Arriflex Motor Adapter to use 35 mm Arri Camera with 
motor on flat platform head tripod without hi-hat 


375.00 


All prices subject to change without notice 


F&B/CECO: 

315 West 43rd Street, New York, N. Y. 10036 
(212) JU 6-1420 

Cable Address: CINEQUIP Telex: 1-25497 


























